APPENDIX E:  Financial Support
of U.S. Seismograph Networks for
Fiscal Year 1979

Inquiries were made to U.S. Government agencies, state agen-
cies, and private companies and other private institutions
about the money spent for instrumentation and operations
(including installation of instruments and maintenance) of
seismograph networks during fiscal year 1979.  A summary
of this information is given below and in Tables E.1-E.4.

A total of about $8.3 million was spent for high-
magnification instrumental networks.  It is estimated that
about 20 percent ($1.6 million) of these funds was spent
for the purchase of instruments, and the balance ($6.4 mil-
lion) was spent for operating the networks.

Total expenditures for low-magnification instrumental
networks (strong-motion) used primarily for engineering
purposes were about $3.9 million, of which about 33 percent
($1.3 million) was spent for instruments and 67 percent
($2.6 million) was spent for operating the networks.

A grand total of about $12.2 million was spent for in-
strumentation and operating the networks during fiscal year
1979.  It is believed that research expenditures have been
largely deleted from these figures. The above amounts do
not include about $1.1 million provided by the Defense Ad-
vanced Research Projects Agency to support seismograph re-
search arrays in Norway and Iran.
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